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1^ ixin-compliant items idenliiied during Dhis inspection The inspection was conducted at the MO Slate Fair in 
Sedalia. MO. 

The inspection and the exit briefing were ooncJucted with Beverly Hicks-ACI and the exhibitor. 
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